
















































































































































































































































































































































































































































































































































































088.0 0001 001 30 1 of 6 Apartment Total Cara / Total Parcel 
Map Block Lot USE VALUE: 42,576,600/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 42,576,600 / 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 704319.000 30,552,700 297,900 11,726,000 42,576,600 | 55549 
OWNERSHIP Unit #: | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
ap 
aunt 3: Total Card 16.169 30,552,700 297,900 11,726,000 42,576,600 Entered Lot Size GIS Ref 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 (air : 
elem 109 SYMMES CIR ~ sae Market Adj Cost Total Value per SQ unit /Card: /423.88 /Parcel: |392.9 < — Insp Date ‘t0t 
Sicene: P and aos: Land Unit Type: 07/11/13 Properties Inc. 
Twn/City: [ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 174321 USER DEFINED 
St/Prov: |MA Cntry: Own Occ: |Y Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date ame Id # 1:|313700 
Postal: (02474 Type: 2020 112 FV 66,881,600 297900 704,319. 10,660,000 77,839,500 77,839,500 Year End Roll 12/18/2019 PRINT ane Id #2: 
PREVIOUS OWNER 2019 112 FV 56,657,300 307500 704,319. 10,660,000 67,624,800 67,624,800 Year End Roll 1/3/2019 Date | Time Prior Id # 3: 
Owner 1: . 2018 112 «FV 56,657,300 307500 704,319. 10,660,000 67,624,800 67,624,800 Year End Roll 12/20/2017 Prior Id # 1: 
Owner 2: | - 2017 39112 ~—SCO#FV 59,091,000 307500 704,319. 8,364,000 63,762,500 63,762,500 Year End Roll 1/3/2017 — Prior ld # 2: 
Street 1:/1420 SPRING HILL RD SUITE 420 2016 112 =FV 54,621,900 307500 704,319. 8,364,000 63,293,400 63,293,400 Year End 1/4/2016 LAST REV Prior Id #3: 
Twn/City: [MCLEAN 2015 |112 | FV 65,159,000 291600 704,319. 9,504,000 74,954,600 74,954,600 Year End Roll 12/11/2014 Date Time Prior Id #1: 
vee VA ca 2014 112. «FV 46,550,400 291600 704,319. 9,504,000 56,346,000 56,346,000 Year End Roll 12/16/2013 10/13/20 |11:45:51 | Prior ld #2: 
Postal: 122102 2013 =/112 | FV 291600 699,977. 8,059,500 8,351,100 8,351,100 12/13/2012 apro Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR MED 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref___[Type| Date Sale Code sale Price | V_ Tst_Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, ee a See Reval Dist: 
having primarily Brick Exterior and 100444 Square Feet, with SYMMES REDEVELO = 57988-297 12/1/2011 Forciosure 5,200,000 No Venn 
80 Units, 80 Baths, 0 3/4 Bath, 73 HalfBaths, 0 Rooms, and 0 TOWN OF ARLINGT 49715-276 7/2/2007 Portion-Asst 7,769,326 No eee 
Bdrm: 3015-121 1/1/1901 Family No : 
OTHER ASSESSMENTS Au taal 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS __ ____ [2/26/2019 269-256 _Inter Fi 204,276 O 11/9/2018 Left Notice HS Hanne $ 
Item | Code |Description | % | Item | Code | Description |!o/49/0019 249-245 Inter Fi 31,400 C 1/30/2018 Mail Update EMK Ellen K 
Z (MU |MULTIUSE water 7/2I2013 1004 Manual 32,000 O 3/6/2017 | & E Return MM Mary M 
0 Sewer 5/14/2013 685 Ingr. Po 69,000 C 2/25/2014 Info Fm Prmt EMK Ellen K 
n Electri 9/29/2008 1199 Manual 90,000 G10 GR FY10 install wireless c 7/11/2013 Inspected JBS JOHNS 
Census: Exmpt 2/22/2008 145 Demoliti 148,360 demo of nurses bui 7/11/2013 Inspected BR __B Rossignol 
Flood Haz: 2/6/2008 107 Sign 2,890 6/5/2013 Info Fm Prmt EMK Ellen K 
D Topo 11/6/2007 1026 Manual 75,000 construct temp com 4/2/2009 Meas/Inspect 201 PATRIOT 
Ss Street 9/29/2002 428 Alterati 30,000 C RENOVATE OFFICES 3 6/12/2000 Measured 197 PATRIOT 
___| Sign: / 
LAND SECTION (First 7 lines only) —— 
Use ane C Depth / Ly Base Unit _, Neigh Neigh , ; >» Appraised | Alt , Spec J 
Code Description Fact No of Units PriceUnits Unit Type — Land Type Eeeart Walce Bree Adj Neigh infu | Mod Infl 1 % | Inl2 | % | Infl3 | % vane Gee ete tects Fact Use Value Notes 
112 Apts. 8 Plus 704319 Sq. Ft. Site 0 0. 0.00 AG View 
112 Apts. 8 Plus 164 No.of Un — Site 0 71,500. 1.00 AG 11,726,000 11,726,000 
TotabAGt Ale! SLPSSAt to test FotatSFy/SMala04a Only Parcel LUC: |112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total:| 11,726,000 | | Spl Credit Total:} 11,726,00 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 
















































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: 84 - Apt: Hi Rise Full Bath}80 | Rating:|Good BLDG 3. Formerly 39 Hospital Rd. 
Sty Ht:/4 - 4 Story A Bath: Rating: 
(Liv) Units: |80 Total:|274 3/4 Bath: Rating: 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame: |2 - Steel 1/2 Bath:|73 | Rating:|Good 
Prime Wall: |7  - Brick A HBth: Rating: 
Sec Wall:|1 -Wood Shing! | 30|%| OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES 1st Res Grid | Desc: # Units: 
Roof Cover: |1 - Asphalt Shg] Kits:|80 | Rating:|Very Good Level |FY LRDR DK FRRRBRFBHBL_ O 
Color:|RED BRICK & GRAY A Kits: Rating: Other 
View / Desir: |D - AVGD Frpl:| |Rating: al 
GENERAL INFORMATION Re _Aisalgh we 
Grade\B  - Good CONDO INFORMATION iene 
Year Bit:2013 | _ Eff Yr Bit: msl Totals | RMs:| | BRs:| | Baths:|80 | HB|73 | 
Alt LUC: Alt %: Total Units: 
Jurisdict: |G15 Fact). Floor: REMODELING RES BREAKDOWN 
Const Mod: io Own Exterior: NoUnit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 
INTERIOR INFORMATION Phys Cond: |AV - Average 4.8|% abe 
Avg AUFL: |STD Functional: % 
Baths: 
Prim Int Wall |1 —- Drywall Saas a chine 
Sec Int Wall: | % Special: of J: 
Partition: |N  - Typical Oneae: of, Ele eine: Totals 
Prim Floors: |15 - Carpet 0 nealing: 
: Wahl 4.8|") General: SUB AREA SUB AREA DETAIL 
oes!’ -Fake | a2 CALC SUMMARY Code Description Area-SQ Rate - AV Undepr Value Sub % % 
Bsmnt Fir:|12_ - Concrete Basic $/ SQ: |168.00 COMPARABLE SALES | BMT Basement 25,111 62.580 1,571,400 | Reneetm eT ese etl ce ae 
Subfloor: Size Adj. |0.80000001 Rate Parcel ID Typ Date Sale Price FFL First Floor 25,114 508.590 5,237,999 | 
Sewilth tet WZ Const Adj.:|1.55203724 SFL___ Second Floor 25,111 208.590 5,237,099 
Electric: /3_ - Typical Adj $/ SQ: |208.594 TFL Third Floor 25,111 208.590 5,237,999 
Insulation: |2 _- Typical Other Features: |1424811 UFL —_ Upper Floor 25,111 208.590 5,237,999 
Int vs Ext: /S Grade Factor: |1.33 
deans NBHD Inf: |1.00000000 
eat Type: 
# Heat a aie aT WiAvs/SQ: AvRate: Ind.Val Net Sketched Area: |125,555 Total:| 22,523,396 
% Heated: % AC:|100 Adj Total: [31851116 Wee 100 Before Depr. [277.43 Size Ad 100444 | Gross Are 125555 | FinArea 100444 
Solar HW: /NO Central Vac: JNO Depreciation: |1528854 Special Features: |230400 Val/Su Net: |243.34 IMAGE : , 
% Com Wall % Sprinkled: Depreciated Total: 30322262 Final Total: |30552700 —_| Val/Su SzAd |304.18 AssessPro Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID /088.0-0001-0013.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
05 Tower DY 1 150 A AV. 2008 2,008.00 T 8.8 112 274,700 274,700 
12 Pool-Gunite DY 1 25x38 G GD 2014 25.35 T 3.8 112 23,200 23,200 
61 Elev-Pas DS 44 A AV 2014 15,000.00 T 4 112 230,400 230,400 








—— 


Sample output to test PDF Combine only 
More: |N Total Yard Items: 297,900 Total Special Featues: 230,400 Total: 528,300 






























































































































































































































































































































































































































































































































































































































































Total Card / Total Parcel 
088.0 0001 0013.0 2 of 6 Apartment 
ARLINGTON APPRAISED: 28,446,700/ 82,076,800 
Map Block Lot CARD USEVALUE: 28,446,700/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 28,446,700! 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 0.000 28,446,700 28,446,700 | 55549 
OWNERSHIP unit | | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
aunt = Total Card 0.000 28,446,700 28,446,700 Entered Lot Size oe 2 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 : 
Street 1: 4105 SYMMES CIR ae : , Teel Lette Insp Date airiot 
Street 2: Source: |Market Adj Cost Total Value per SQ unit /Card: 353.83 [Parcel: |392.9 Land Unit Type: Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 171391 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|313700 
Postal: 02474 Type: PRINT Prior Id # 2: 
Prior Id # 3: 
Owner 1: Prior Id # 1: 
Owner 2: 
| LAST REV Prior Id #3: 
Street 1: Dat Ti 
Twn/City: ate Ime Prior ld #1: 
St/Prov: Cntry: 02/06/19 |09:59:38 | Prior Id #2: 
Postal: mmcmakin Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR Map: 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, Reval Dist: 
having primarily Brick Exterior and 80396 Square Feet, with Year: 
176 Units, 66 Baths, 0 3/4 Bath, 58 HalfBaths, 652 Rooms, landReason: 
and 330 Bdrms. BldReason: 
OTHER ASSESSMENTS Lee 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 
Item | Code | Description % | Item | Code | Description 
Z |MU MULTI USE water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: /| / 
. Ign: 
LAND SECTION (First 7 lines only) g —'—! 
Use aah C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Gines 1 eh Nena Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AG 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |84. - Apt- Hi Rise Full Bath}66 | Rating: /Good BLDG 4. 
Sty Ht:|4  - 4 Story A Bath: Rating: 
(Liv) Units: | 176 Total:|274 3/4 Bath: Rating: 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame: |2 - Steel 1/2 Bath:|58 | Rating:|Good 
Prime Wall: |7  - Brick A HBth: Rating: 
Sec Wall:|1 -Wood Shing! | 30|%| OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1 - Gable OTHER FEATURES 1st Res Grid | Desc: |Line 1 # Units: |1 
Roof Cover: |1 - Asphalt Shg| Kits:|66 | Rating:|Good Level |FY LRDR DK FRRRBRFBHBL_ O 
Color:|RED BRICK & GRAY A Kits: Rating: Other 
View / Desir: |D - AVGD Frpl:| |Rating: al 
GENERAL INFORMATION Re _Aisalgh we 
MEA B - Good CONDO INFORMATION ewer 
Year Bit:2013 | _ Eff Yr Bit msl Totals | RMs:|65 |BRs:|33 [Baths:|66 | HB|58 | 
Alt LUC: Alt %: Total Units: 
Jurisdict: |G15 Fact: |. Floor: REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: DEPRECIATION Interior: 15 1 1 
itions: 47 3 1 
INTERIOR INFORMATION Phys Cond: |VG -Very Good | 3.4)% abe 40 5 3 
Avg HUFL: |STD Functional: % Baths: 74 4 2 
Prim Int Wall |1 — - Drywall Seanie Aaccr 
Sec Int Wall: | % Special: of, z J: 
Partition: |T - Typical eR ee aE 
Prim Floors: |15 - Carpet Y Heating: 
Fake 201% Total: 3.4] % | General: ge 28) SUB AREA SUB AREA DETAIL 
ee ° CALC SUMMARY ‘oti 0 0 
Been 2 - Concrete ; , COMPARABLE SALES Code Description Area-SQ Rate - AV Undepr Value Sub % ee 1 Qu #Ten 
Basic $ / SQ: |168.00 | BMT Basement 20,099 73.010 1,467,385 || Area Usb eu iypeupaennte. « 
Subfloor: Size Adj.: |0.80000004 Rate Parcel ID Typ Date Sale Price FFL First Floor 20,099 943,360 4,891,282 | 
Esmee '00 Const Adj.: /1.81071007 SFL __ Second Floor 20,099 243.360 4,891,282 
Elecinc:|3 - Typical Adj $/ SQ: [243.359 TFL Third Floor 20,099 243.360 4,891,282 
Insulation: 3 - Typical Other Features: |1108777 UFL Upper Floor 20,099 243.360 4,891,282 
Int vs Ext: /S Grade Factor: |1.33 
ae as aia NBHD Inf: /1.00000000 
eat Type:|1 - Force ir 
# Heat a 66 Ree WtAvs/SQ: AvRate: Ind.Val Net Sketched Area: |100,495 Total] 21,032,512 
tere aie eee 00 | Size Ad] 80396] Gross Are] 100495] FinA 80396 
o Heated: |100 /o AC:|100 Adj Total: |29447916 Juris. Factor: |1.00 Before Depr: [323.67 ze iCaaiale ee 
Solar HW: |NO Central Vac: |NO Depreciation: 1001229 Special Features: 0 Val/Su Net: |283.07 IMAGE . . 
% Com Wall % Sprinkled: Depreciated Total: 28446687 Final Total: |28446700 Val/Su SzAd |353.83 AssessPro Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID |088.0-0001-0013.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 


































































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
088.0 0001 0013.0 3 of 6 ARLINGTON APPRAISED: 3,214,400/ 82,076,800 
Map Block Lot CARD USEVALUE: 3,214,400/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 3,214,400/ 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 0.000 3,214,400 3,214,400 | 55540 
OWNERSHIP Unit #: | | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
ene = Total Card 0.000 3,214,400 3,214,400 a aaicnene GIS Ref 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 : 
Street 1: 4105 SYMMES CIR ae : , Teel Lette Insp Date airiot 
Street 2: Source: |Market Adj Cost Total Value per SQ unit /Card: |351.68 [Parcel: }392.9 Land Unit Type: Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 171391 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|313700 
Postal: 02474 Type: PRINT Prior Id # 2: 
Prior Id # 3: 
rior 
lnetet 12/10/20 21:48:22 Fprorigao: 
Owner 2: 
Street 1: LAST REV Prior Id # 3: 
TwniCity: Date | Time Prior Id #1: 
St/Prov: Cntry: 02/06/19 | 10:00:01 | Prior Id #2: 
Postal: mmcmakin Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR Map: 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, Reval Dist: 
having primarily Copm. Clap Exterior and 9140 Square Feet, Year: 
with 6 Units, 12 Baths, 0 3/4 Bath, 6 HalfBaths, 0 Rooms, and landReason: 
zoom BldReason: 
OTHER ASSESSMENTS eer 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 8/6/2013 Whole Card BR _ B Rossignol 
Item | Code | Description % | Item | Code | Description 
Z |MU MULTI USE water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: / 
. Ign: 
LAND SECTION (First 7 lines only) g —'— 
Use aah C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Cee ete tects Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AG 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 








































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: 84 - Apt- Hi Rise Full Bath}12 | Rating:|Very Good BLDG C1. 
Sty Ht:|2 - 2 Story A Bath: Rating: 
(Liv) Units: |6 Total:274 | | 3/4 Bath: Rating: Sum Area By Label : 
Foundation: |6 - Slab A 3QBth Rating: eT 
Frame:|1 - Wood 1/2 Bath:|6 | Rating:|Very Good a < a 
Prime Wall: 20 -Copm. Clap A HBth: Rating: 
Sec Wall: | %| OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES 1st Res Grid | Desc: # Units: 
Roof Cover:|1 - Asphalt Shg| Kits:|6 Rating: |Very Good Level |FY LRDR DK FRRRBRFBHBL_ O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION SAS Bale ~ : 
Grade:|B+ - Good (+) CONDO INFORMATION ewer 
Year Bit:|2013 | Eff Yr Bit msl Totals | RMs:| |BRs:| | Baths:/12 | HB|6 | 
Alt LUC: Alt %: ota als} 
Jurisdict: (615 Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: DEPRECIATION Interior: 
HUSA Le. Phys Cond: VG - Very Good | 34|% Magee C118) 
Avg HUFL: STD Functional: % 
Baths: 
Prim Int Wall |1 — - Drywall saaanic a 
Sec Int Wall: | % Special: of, J: 
Partition: |T - Typical Oneae: % ecules Totals 
Prim Floors: |17 - Fake Heating: 
Total: 3.4} % : SUB AREA SUB AREA DETAIL 
SHE Melos | 2 CALC SUMMARY Sonera Code Description Area-SQ Rate - AV Undepr Value Sub % % 
Bsmnt Fir:|12_ - Concrete Basic $ / SQ: |168.00 COMPARABLE SALES | FFL _ First Floor 4766 222.000 1,058,049 | Neneetm ets] ese Un etl cel cate 
Subfloor: Size Adj.:/0.91028446 ||Rate -ParcellD__——Typ_—Date Salgisite SFL Second Floor 4374 222.000 971,026 | 
Bsmnt Gar: Const Adj.:|1.45166171 SLB Slab 4,374 22.200 97,103 
Electric: 3 - Typical Adj $ / SQ: |221.999 WDK Deck 620 11.050 6,852 
Insulation: |3_ - Typical Other Features: |134898 OFP — Open Porch 368 30.460 11,210 
Int vs Ext: |S Grade Factor: |1.46 
Pcie as Wk NBHD Inf: |1.00000000 
eat Type:|1 - Forced H/Air 
are ae 5 Sess AL WiAVSISQ: SIRENS. uiaaal Net Sketched Area: |14,502 Total:| 2,144,240 
TUEAEAL we eee 00 : Size Ad 9140] Gross A 14502| FinA 9140 
o Heated: |100 /o AC: |100 Adj Total: |3327539 Juris. Factor: |1.00 Before Depr: |324.12 Ze HES Alle InArea 
Solar HW: |NO Central Vac: |NO Depreciation: |113136 Special Features: 0 Val/Su Net: }221.65 IMAGE : . 
% Com Wall % Sprinkled: Depreciated Total: [3214403 Final Total: |3214400 Val/Su SzAd /351.68 AssessPro Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID |088.0-0001-0013.0 














Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 

















Sample output to test PDF Combine only 









































More: |N Total Yard Items: Total Special Featues: Total: 







































































































































































































































































































































































































































































































































































Apartment Total Card / Total Parcel 
088.0 0001 0013.0 — ARLINGTON APPRAISED: 3,386,600/ 82,076,800 
Map Block Lot USEVALUE:  3,386,600/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 3,386,600/ 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 0.000 3,386,600 3,386,600 | 55549 
OWNERSHIP Unit #: | | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
one = Total Card 0.000 3,386,600 3,386,600 a aaicnene GIS Ref 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 : 
Street 1: 4105 SYMMES CIR ae : , Teel Lette Insp Date airiot 
Street 2: Source: |Market Adj Cost Total Value per SQ unit /Card: |367.79 [Parcel: }392.9 Land Unit Type: Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 171391 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|313700 
Postal: 02474 Type: PRINT Prior Id # 2: 
Prior Id # 3: 
rior 
Wien 12/10/20 21:48:25 Fprorig ao: 
Owner 2: 
Street 1: LAST REV Prior Id # 3: 
TwniCity: Date | Time Prior Id #1: 
St/Prov: Cntry: 02/06/19 | 10:00:18 | Prior Id #2: 
Postal: mmcmakin Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR Map: 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, Reval Dist: 
having primarily Copm. Clap Exterior and 9208 Square Feet, Year: 
with 6 Units, 12 Baths, 0 3/4 Bath, 6 HalfBaths, 0 Rooms, and landReason: 
zoom BldReason: 
OTHER ASSESSMENTS eer 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 8/6/2013 Whole Card BR _ B Rossignol 
Item | Code | Description % | Item | Code | Description 
Z |MU MULTI USE water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: / 
. Ign: 
LAND SECTION (First 7 lines only) g —'— 
Use aah C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Cee ete tects Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AG 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 












































































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: 84 - Apt: Hi Rise Full Bath}12 | Rating:|Very Good BLDG C2. 
Sty Ht:|2 - 2 Story A Bath: Rating: 
(Liv) Units: |6 Total: 274 3/4 Bath: Rating: Sum rea By Label ; 
Foundation: |1 - Concrete A 3QBth Rating: SFL = 4374 
1 1/2 Bath:|6 | Rating:|Very Good FFL = 434 
| Frame:|1 - Wood : | g: ry C440 (a4 SLA = 4974 
Prime Wall: |20 -Copm. Clap A HBth: Rating: FP = 400 
Sec Wall: | %) OthrFix: Rating: RESIDENTIAL GRID WOK = 670 
Roof Struct:|1. - Gable OTHER FEATURES 1st Res Grid | Desc: | # Units: 
Roof Cover:|1 - Asphalt Shgl Kits:|6 Rating: |Very Good Level |FY LRDR DK FRRRBRFBHBL_ O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION g: Lvl 4 
Grade:|B+ - Good (+) CONDO INFORMATION rarer L 
Year Bit:/2013 | Eff Yr Bit: mh Totals | RMs| | BRs:| | Baths:|12 | HB|6 sli 
Alt LUC: Alt %: Hehe SIT 
Jurisdict: (615 Fact:| se REMODELING RES BREAKDOWN ls 
Const Mod: salle Exterior: No Unit RMS BRS : oie 
Lump Sum Adj: EC 0 Interior: | BRP FA + i a HS 
DEPRECIATION raqieee fa : B04 ap) 8 
INTERIOR INFORMATION Phys Cond: |VG -Very Good | 3.4]% > \atchen: (110) (85) (115) 
Avg Ht/FL: STD rear 0 
Functional: 1 Baths: 
Prim Int Wall |1 —- Drywall Saas , 
Sec Int Wall: | % epee: 0 gy: 
7m : pecial. / | Electric: 
Partition: |T - Typical evans: 9 Totals 
, °) Heating: 
Prim Floors: |17 - Fake el: 3 Al» 
Sec Floors: |_[% Caccsummary™ “I"°|_ General SUB AREA SUB AREA DETAIL 
Code Description Area-SQ Rate - AV Undepr Value Sub % % 
eel |? - Concrete Basic $ / SQ: |168.00 COMPARABLE SALES | FFL _ First Floor 4834 232.910 1,125,867 | Neneetn es ese red cee 
SUDO Size Adj. |0.90725458 Rate Parcel ID Typ Date Sale Price SEL Gasendieloor 4374 539.910 1.018.730 | 
2S Ge | Const Adj. [152806509 SLB Slab 4374 23,290 101,873 
Electric: 3 - Typical Adj $ / SQ: |232.906 WDK Deck 620 11.630 7,212 
Insulation: |3_- Typical Other Features: |134946 OFP — Open Porch 400 31.520 12,607 
Int vs Ext: /S Grade Factor: |1.46 
Manes as aig NBHD Inf: |1.00000000 
eat Type:|1 - Force ir ; 
# Heat Sys: 6 ee ee WIAvS/SQ: URES: Lge ih Net Sketched Area: |14,602 Total:| 2,266,289 
LUC Factor: |1.00 9908 ; 
7% Heated: |100 7% AC:|100 Adj Total: 3505802 Juris. Factor: |1.00 Before Depr: |340.04 Size Ad | Gross Are 14602 | FinArea 9208 
Solar HW: |NO Central Vac: |NO Depreciation: |119197 Special Features: |0 Val/Su Net: |231.93 IMAGE . . 
% Com Wall % Sprinkled: Depreciated Total: 3386605 Final Total: |3386600 _| Val/Su SzAd |367.79 se AssessPro_ Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID /088.0-0001-0013.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 


































































































































































































































































































































































































































































































































































































Total Card / Total Parcel 
088.0 0001 0013.0 5 of 6 Apartment 
ARLINGTON APPRAISED: 2,/64,800/ 82,076,800 
Map Block Lot CARD USEVALUE:  2,764,800/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 2,/64,800/ 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 0.000 2,764,800 2,764,800 | 55549 
OWNERSHIP unit | | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
one = Total Card 0.000 2,764,800 2,764,800 Entered Lot Size Bike! 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 : 
Street 1: 4105 SYMMES CIR ae : , Teel Lette Insp Date airiot 
Street 2: Source: |Market Adj Cost Total Value per SQ unit /Card: 440.54 [Parcel: |392.9 Land Unit Type: Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 171391 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|313700 
Postal: 02474 Type: PRINT Prior Id # 2: 
Prior Id # 3: 
rior 
ene 12/10/20 [21:48:28 Paronqao. 
Owner 2: 
| LAST REV Prior Id #3: 
Street 1: Dat Ti 
Twn/City: ate Ime Prior ld #1: 
St/Prov: Cntry: 02/06/19 | 10:00:44 | Prior Id #2: 
Postal: mmcmakin Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR Map: 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, Reval Dist: 
having primarily Copm. Clap Exterior and 6276 Square Feet, Year: 
with 4 Units, 8 Baths, 0 3/4 Bath, 4 HalfBaths, 0 Rooms, and 0 landReason: 
Bdrm. BldReason: 
OTHER ASSESSMENTS Lee 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 8/6/2013 Whole Card BR _ B Rossignol 
Item | Code | Description % | Item | Code | Description 
Z |MU MULTI USE water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: / 
. Ign: 
LAND SECTION (First 7 lines only) g —'— 
Use aah C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Cee ete tects Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AG 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 











































































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: 84 - Apt- Hi Rise Full Bath|8 Rating: |Very Good BLDG D1. simeren oy lapel 
Sty Ht:|2  - 2 Story A Bath: Rating: SFL = 2970 
(Liv) Units: |4 Total:|274 3/4 Bath: Rating: FFL = 3306 
Foundation: |1 - Concrete A 3QBth Rating: : =a po 
Frame:/1 - Wood 1/2 Bath:|4 | Rating: Very Good WOK = 288 
Prime Wall: 20 -Copm. Clap A HBth: Rating: 
Sec Wall: | [%|_ OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct:|1. - Gable OTHER FEATURES 1st Res Grid | Desc: # Units: 
Roof Cover:|1 - Asphalt Shgl Kits:|4 Rating: |Very Good Level |FY LR DR D K FRRRBRFBHB L O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION g: Lvl 4 
Grade:|B+ - Good (+) CONDO INFORMATION rarer 
Year Blt:|2013 | Eff Yr Blt: =oeeNOhy Totals | RMs| [BRs:| | Baths:|8 | HB|4__ 
Alt LUC: Alt %: Total Units: 
Jurisdict: (615 Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 0 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: EC 7 Interior: 
DEPRECIATION Again: 
INTERIOR INFORMATION Phys Cond: |VG -Very Good | 3.4]% > \atchen: are 
Avg Ht/FL: |STD ner eie 0 
Functional: 1 Baths: 
Prim Int Wall |1 —- Drywall Saas , 
Sec Int Wall: | % Saas: 0 g: 
7m : pecial. / | Electric: 
Partition: |T - Typical Oneae: 9 Totals 
°) Heating: 
Prim Floors: |17 - Fake el: 3 Al» 
Sec Floors: |_[% Caccsummary™ “I"°|_ General SUB AREA SUB AREA DETAIL 
Code Description Area-SQ Rate - AV Undepr Value Sub % % 
esi Bale 12 Concrete Basic $ / SQ: |168.00 COMPARABLE SALES | FFL _ First Floor 3,306 281.750 | Gce lus) OP ya |S 
SUDO Size Adj.:|1.09751439 Rate Parcel ID Typ Date Sale Price SEL Gasendicloor 2.970 981.750 $36,793 | 
2S Ge | Const Adj. [152806509 SLB Slab 2,970 28.170 83,679 
Electric: 3 Typical Adj $ / SQ: |281.748 OFP — Open Porch 392 31.640 12,405 
Int vs Ext: |S Grade Factor: |1.46 
Beene es aig NBHD Inf: |1.00000000 
eat Type: - Force ir . ; 
ECA ee WiAvs/SQ: AvRate: Ind. Val Net Sketched Area: |10,026 Total] 1,869,421 
ve LUC Factor: |1.00 6076 
% Heated: |400 % AC:|100 Adj Total: /2862061 Juris. Factor: |1.00 Before Depr: |411.35 Size Ad | Gross Are 10026 | FinArea 6276 
Solar HW: |NO Central Vac: |NO Depreciation: [97310 Special Features: |0 Val/Su Net: |275.76 IMAGE . . 
% Com Wall % Sprinkled: Depreciated Total: 2764750 Final Total: /2764800 _| Val/Su SzAd |440.54 _ AssessPro_ Patriot Properties, Inc 
MOBILE HOME Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID |088.0-0001-0013.0 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 































































































































































































































































































































































































































































































































































































088.0 0001 001 30 6 of 6 Apartment Total Card / Total Parcel 
Map Block Lot CARD USEVALUE:  1,687,700/ 82,076,800 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 1,687,/00/ 82,076,800 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4105 SYMMES CIR, ARLINGTON 112 0.000 1,687,700 1,687,700 | 55549 
OWNERSHIP unit | | | GIS Ref 
Owner 1:|FHF 1 ARLINGTON 360 LLC 
ene = Total Card 0.000 1,687,700 1,687,700 a aaicnene GIS Ref 
Total Parcel 16.169 70,052,900 297,900 11,726,000 82,076,800 : 
Street 1: 4105 SYMMES CIR ae : , Teel Lette Insp Date airiot 
Street 2: Source: |Market Adj Cost Total Value per SQ unit /Card: 498.14 [Parcel: |392.9 Land Unit Type: Properties Inc. 
TwniCity: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |088.0-0001-0013.0 171391 USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|313700 
Postal: 02474 Type: PRINT Prior Id # 2: 
Prior Id # 3: 
Owner 1: Prior Id # 1: 
12/10/20 21:48:31 | Bror ig #9: 
Owner 2: 
Street 1: LAST REV Prior Id # 3: 
TwniCity: Date | Time Prior Id #1: 
St/Prov: Cntry: 02/14/19 |10:16:33 | Prior Id #2: 
Postal: mmcmakin Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 7132 ASR Map: 
This parcel contains 704,319 Sq. Ft. of land mainly classified Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
as Apts. 8 Plus with a Apt- Hi Rise Building built about 2013, Reval Dist: 
having primarily Copm. Clap Exterior and 3388 Square Feet, Year: 
with 2 Units, 4 Baths, 0 3/4 Bath, 2 HalfBaths, 0 Rooms, and 0 LandReason: 
Slut BldReason: 
OTHER ASSESSMENTS eer 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 8/6/2013 Whole Card BR _ B Rossignol 
Item | Code | Description % | Item | Code | Description 
Z |MU MULTI USE water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo 
S Street 
t Gas: Sian: / 
. Ign: 
LAND SECTION (First 7 lines only) g —'— 
Use aah C Depth / Lal Base Unit Neigh Neigh F ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Cee ete tects Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AG 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT GOOD Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 














































































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: 84 - Apt- Hi Rise Full Bath |4 Rating: |Very Good BLDG D2. Sim trea Babel’: 
Sty Ht:|2  - 2 Story A Bath: Rating: SFL= 1566 
(Liv) Units: |2 Total:|274 3/4 Bath: Rating: FFL= 1822 
Foundation: 1 - Concrete A 3QBth Rating: ate 
Frame:|1 - Wood 1/2 Bath: |2 Rating: |Very Good WOK = 225 
Prime Wall: 20 -Copm. Clap A HBth: Rating: 
Sec Wall: | [%|_ OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1. - Gable OTHER FEATURES ist Res Grid | Desc: # Units: 
Roof Cover: |1 - Asphalt Shg] Kits:|2 Rating: Very Good Level |FY LRDR DK FRRRBRFBHBL_ O 
Color: A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
GENERAL INFORMATION Re _Aisalgh = : 
Grade:|B+ - Good (+) CONDO INFORMATION iene 
Year Bit:2013 | _ Eff Yr Bit: msl Totals | RMs:| [BRs:| | Baths:|4 | HB|2 | 
Alt LUC: Alt %: Teel Gale: 
Jurisdict: (615 Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: DEPRECIATION Interior: 
INTERIOR INFORMATION Phys Cond: VG - Very Good | 34|% Magee ar 
Avg HUFL: STD Functional: % : 
: Baths: wide 
Prim Int Wall |1 —- Drywall Saas a chine (115 3 
Sec Int Wall: | % Special: of J: 
Parition:|T - Typical eae ee Totals 
Prim Floors: |17 - Fake Heating: 
eh 3.4)" . SUB AREA SUB AREA DETAIL 
Eeetuools: | is CALC SUMMARY =e Code Description Area-SQ Rate - AV Undepr Value Sub % % 
Bsmnt Fir:|12_ - Concrete Basic $ / SQ: |168.00 COMPARABLE SALES | FFL _ First Floor 1,822 320.890 IW Gace lus] yaa | 
Subfloor: Size Adj. /1.25000000 Rate Parcel ID Typ Date Sale Price SEL Gasendicloor 1.566 320.890 502.519 | 
Bsmnt Gar: Const Adj.: |1.52806509 SLB Slab 1,566 32.090 50,252 
Electric:|3 _ - Typical Adj $ / SQ: |320.894 OFP — Open Porch 248 35.380 8,774 
Insulation: 3 - Typical Other Features: 146872 WDK — Deck 225 15.960 3,591 
Int vs Ext: |S Grade Factor: |1.46 
Pcie as Wk NBHD Inf: |1.00000000 
eat Type:|1 - Force ir 
# Heat ae F ee WiAvs/SQ: AvRate: Ind.Val Net Sketched Area: |5,427 Total:| 1,149,804 
eee TENE a : SizeAd| __3388| Gross A 5427 | FinA 3388 
o Heated: |100 /o AC: |100 Adj Total: |1747148 Juris. Factor: |4.00 Before Depr: |468.50 ae ross Are inArea 
Solar HW: /NO Central Vac: JNO Depreciation: [59403 Special Features: |0 Val/Su Net: |310.98 IMAGE : . 
40 Com Wall % Sprinkled: Depreciated Total: [1687745 Final Total: |1687700 _| Val/Su SzAd [498.14 AssessPro_ Patriot Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: Ye ALY 
SPEC FEATURES/YARD ITEMS PARCEL ID |088.0-0001-0013.0 
Code Description A Y/S Qty Size/Dim Qual Con Year Unit Price D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 















































